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Style  2065 — 5  Light  Fixture;  Spread  20";  Length  40";  Style  2061 — Back  Plate  3^"  Wide — 6"  High;  Wired 

Wired  Keyless.  with  Pin  Switch. 

Style  2063—3  Light  Fixture;  Spread  16";  Length  40";  Style  2003—3  Light  Fixture;  Spread  16";  Length  40"; 

Wired  Keyless.  Wired  Keyless. 

Style  201  I — Back  Plate  334"  Wide — 6"  High;  Wired  Sfyle  2005 — 5  Light  Fixture;  Spread  20";  Length  40"; 

Pin  Switch.  Wired  Keyless. 

[  2  ]  Regular  Finish— COLONIAL  BRASS. 


Style  2075—5  Light  Fixture;  Spread  20";  Length  40"; 
Wired  Keyless. 

Style  2073 — 3  Light  Fixture;  Spread  18";  Length  40"; 
Wired  Keyless. 

Style  2071 — 5"  Back  Plate — Wired  with  Pin  Switch. 
Style  2051 — 5"  Back  Plate;  Wired  Pin  Switch. 


Style  2085' — 5  Light  Fixture;  Spread  20";  Length  40”; 
Wired  Keyless. 

Style  2081 — 5"  Back  Plate:  Wired  Pin  Switch. 

Style  2083 — 3  Light  Fixture;  Spread  16";  Length  40"; 
Wired  Keyless. 


Regular  Finish — COLONIAL  BRASS. 
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Style  2095 — 5  Light  Fixture;  Spread  20";  Length  40"; 
Wired  Keyless, 

Style  2093 — 3  Light  Fixture;  Spread  16";  Length  40"; 
Wired  Keyless. 

Style  2090 — I  Light  Fixture;  Spread  9";  Length,  40"; 
Wired  Keyless. 


Style  3005 — 5  Light  Fixture;  Spread  20";  Length  40"; 
Wired  Keyless. 

Style  3003 — 3  Light  Fixture;  Spread  16";  Length  40"; 
Wired  Keyless. 

Style  2091 — Back  Plate  5";  Wired  with  Pin  Switch. 
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Regular  Finish—  COLONIAL  BRASS. 


Style  1825 — 5  Light  Fixture;  Spread  18”:  Length  14”; 
Wired  Keyless. 

Style  1823—3  Light  Fixture;  Spread  16”;  Length  14”; 
Wired  Keyless. 

Style  181  I — 5”  Back  Plate;  Wired  with  Pin  Switch. 


Style  1805 — 5  Light  Fixture;  Spread  18”;  Length  40”; 
Wired  Keyless. 

Style  1803 — 3  Light  Fixture;  Spread  16”;  Length  40"; 
Wired  Keyless. 


Regular  Finish— BRONZE  AND  CHROME. 
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Style  204 l~l  Light  Fixture;  Spread  71/2";  Length  40"; 
Metal  Shade  1 21/2";  Wired  Keyless. 

Style  2078—1  Light  Fixture;  Spread  10";  Length  40"; 
Metal  Shade  15";  Wired  Keyless. 


Style  2000 — 4  Light  Fixture;  Spread  15";  Length  40"; 
Wired  Keyless. 

Style  151  —  I  Light  Fixture;  Spread  12";  Length  18"; 
Wired  Keyless. 
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Regular  Finish — COLONIAL  BRASS. 


Style  2022 — I  Light  Fixture;  Spread  4"; 
Length  8I/2";  Wired  Keyless.  (Finish: 
Black  or  Copper). 


Style  2023 — I  Light  Fixture;  Extends  6" 
from  wall;  Length  71/4";  Wired  Keyless, 
(Finish:  Black  or  Copper). 


Style  2047— Back  Plate;  33/4”  Wide;  6" 
High:  Wired  Turn  Knob  and  Outlet. 
(Finish*  Chrome).  Bathroom  bracket. 


Style  2021  —  I  Light  Fixture;  Spread  6"; 
Length  10";  Glass  4"  Wide,  6"  High; 
Wired  Keyless.  (Finish:  Colonial  Brass). 


Style  2C3I  —  I  Light  Fixture;  Spread  6"; 
Length  36";  Glass  4"  Wide;  6"  High; 
Wired  Keyless.  (Finish:  Colonial  Brass). 


Style  2046— Back  Plate  33/4"  wide;  SVa" 
high;  Wired  Turn  Knob  and  Outlet. 
(Finish:  Chrome).  Bathroom  bracket. 


Style  2048 — Back  Plate;  41/4 "  Diameter; 
Wired  with  Pull  Chain  and  Outlet. 
(Finish:  Chrome).  Bathroom  bracket 


Style  2049 — Back  Plate;  4|/4"  Diameter; 
Wired  Pull  Chain  and  Outlet.  (Finish: 
Chrome).  Bathroom  bracket.  , 


Style  2042 — I  Light  Fixture;  Spread  6"; 
Length  8";  Wired  Keyless. 


Style  2043 — I  Light  Fixture;  Spread  7"; 
Length  8";  Wired  Keyless. 


Style  2045 — I  Light  Fixture;  Spread  6"; 
Length  8”;  Wired  Keyless. 


Style  2044 — I  Light  Fixture;  Spread  7";  Style  672 — 2  Light  Fixture;  Spread 

Length  8";  Wired  Keyless.  l  Length  7”;  Wired  Keyless. 


Regular  Finish— EGGSHELL 


Style  682 — 2  Light  Fixture;  Spread  10"; 
Length  7";  Wired  Keyless. 


Style  2050 — 2  Light  Fixture;  Spread 
I  M/2":  Length  13";  Wired  Keyless. 
(Finish:  Colonial  Brass). 


Style  2053 — 2  Light  Fixture;  Spread 
I  M/2":*  Length  12";  Wired  Keyless. 
(Finish:  Colonial  Brass). 


Style  2052 — 2  Light  Fixture;  Spread 
I  M/2  Length  12";  Wired  Keyless. 
(Finish:  Colonial  Brass). 


Style  2082 — 2  Light  Fixture;  Spread 
10";  Length  13";  Wired  Keyless. 
(Finish:  Ivory). 


Style  2072 — 2  Light  Fixture;  Spread 
14";  Length  13";  Wired  Keyless. 
(Finish:  Ivory). 


Style  2054 — Spread  1 2^/2  "l  Length 
131/2";  Wired  Keyless.  (Finish:  Colonial 
Brass). 
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Styt«  2040—8"  Dish;  Spread  9";  Length 
6";  Wired  Keyless.  {Finish:  Colonial  Brass) 


Style  2032 — Spread  5";  Length  71/4'  ; 
Wired  Keyless. 


Style  2033 — Spread  6";  Length  8I/2 
Wired  Keyless. 


Style  203  6— Spread  5i/2":  Length  8"; 
Wired  Keyless. 


Style  2037 — Spread  4I/2";  Length  6%"; 
Wired  Keyless. 


Style  2039— Spread  S'/j";  Length  8I/4'': 
Wired  Keyless. 


Style  2034 — 4"  Fitted;  Spread  5I/2"; 
Length  7I/2";  Wired  Keyless. 


Style  2035 — 4"  Fitted;  Spread  7 
Length  9";  Wired  Keyless. 
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FmUhed  in  POLISHED  BRASS,  POLISHED  COPPER,  SPRAYED  ENAMEL. 


style 

No. 

151 

672 

682 

1803 

1803 

1805 

1805 

1811 

1811 

2000 

2003 

2005 

2005 

2011 

2021 

2022 

2023 

2031 

2032 

2033 

2034 

2035 

2036 

2037 

2039 

2040 

2040 

2040 

2041 

2042 

2043 

2044 

2045 

2046 

2046 

2047 

2047 

2048 

2048 

2049 

2049 

2050 

2051 

2052 

2053 

2054 

2061 

2063 

2063 

2065 

2065 

2071 

2072 

2075 

2075 

2078 

2081 

2082 

2085 

2085 

2090 

2091 

2095 

2095 

3005 

3005 
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No.  Lis.  Description  Wiring  Each 
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1 

Semi-flush  indirect  . . . * . . - . 

. Keyless 

$11.00 

8 

2 

Semi-flush — indirect  . . . - . 

. Keyless 

3.40 

8 

2 

Semi-flush — indirect  . . . . - 

. . Keyless 

4.00 

5 

3 

Assembled  complete  . . . . . - . 

......Keyless 

10.20 

5 

3 

Assembled  complete — Colonial  Brass . . 

.....Keyless 

13.00 

5 

5 

Assembled  complete  . . . . . . . . 

. Keyless 

13.00 

5 

5 

Assembled  complete — Colonial  Brass . 

- . Keyless 

18.00 

5 

1 

Wall  Bracket  . . . . . . . . . . - . . 

. . Pin  Switch 

3.40 

5 

1 

Wall  Bracket — Colonial  Brass  . . . 

. . Pin  Switch 

4.00 

6 

4 

Suspended  Fixture  . . . . . . . . . 

. Keyless 

24.00 

2 

3 

Suspended  Fixture  . . . . . . . . . . . . 

. Keyless 

20.40 

2 

5 

Suspended  Fixture  unassembled  _ _ _ 

. Keyless 

26.60 

2 

5 

Suspended  Fixture  assembled  . . . . . 

......Keyless 

28.60 

2 

1 

Wall  Bracket  . . . . . . . . . . . . . . . 

...„Pin  Switch 

5.40 

7 

1 

Lantern — Semi-flush  . . . . . . 

. . Keyless 

8.00 

7 

1 

Lantern  . . . . . . . . . . . . . 

. . Keyless 

4.00 

7 

1 

Lantern  . . . . . . . . . . . . . . 

. Keyless 

4.00 

7 

1 

Suspended  Lantern  . . . . . . . . 

. ..Keyless 

9.00 

10 

1 

Porch  Ceiling  Light  . . . . . . . . . . 

. Keyless 

3.10 

10 

1 

Porch  Ceiling  Light  . . . . . . . 

.....Keyless 

3.20 

10 

1 

Kitchen  Ceiling  Light  _ _ _ _ 

. Keyless 

3.40 

10 

1 

Kitchen  Ceiling  Light  . . . . 

. Keyless 

3.60 

10 

1 

Porch  Ceiling  Light  _ _ _ _ 

. Keyless 

3.10 

10 

1 

Porch  Ceiling  Light  _ _ _ _ _ _ _ _ _ _ 

. Keyless 

3.10 

10 

1 

Porch  Ceiling  Light  . . . . . . . . 

. Keyless 

3.20 

10 

1 

Ceiling  Fixture — 8"  Glass  . . . . . . . 

......Keyless 

8.20 

10 

1 

Ceiling  Fixture — 6"  Glass  _ _ _ _ _ _ _ _ _ 

. Keyless 

4.80 

10 

1 

Ceiling  Fixture — 6"  Opal  Glass  . . . . . 

. ..Keyless 

3.40 

6 

1 

Suspended  Fixture  . . . . . . . . . . . . 

. . Keyless 

14.00 

8 

1 

Indirect  Ceiling  Fixture  . . . . . . 

. Keyless 

2.60 

8 

1 

Indirect  Ceiling  Fixture  . . . . . . . . 

. . Keyless 

2.60 

8 

1 

Indirect  Ceiling  Fixture  _ _ _ _ _ _ 

. . Keyless 

2.60 

8 

1 

Indirect  Ceiling  Fixture  _ _ _ _ _ _ _ _ 

. . Keyless 

3.00 

7 

1 

Wall  Bracket  . . . . . . . . . . 

Pull  Chain  &  Outlet  6.00 
Pull  Chain — 

7 

1 

Wall  Bracket  . . . . . . . . . . 

.  No  Outlet 

5.60 

7 

1 

Wall  Bracket  . . . . . . . . . . . . . . 

_ Pull  Chain  & 

Pull  Chain — 

Outlet  5.00 

7 

1 

Wall  Bracket  _ _ _ _ _ _ _ _ _ _ _ _ _ 

.  No  Outlet 

4.60 

7 

1 

Wall  Bracket  . . . . . . . . . . . . 

. ..Pull  Chain  & 

Pull  Chain — 

Outlet  4.60 

7 

1 

Wall  Bracket  _ _ _ _ _ _ _ _ _ _ _ 

_  No  Outlet 

4.20 

7 

1 

Wall  Bracket  . . . . . . . . . . 

. Pull  Chain  & 

Pull  Chain — 

Outlet  4.40 

7 

1 

Wall  Bracket  . . . . . . . . . . . . 

.  No  Outlet 

4.00 

9 

2 

Indirect  Ceiling  Fixture  _ _ _ _ _ 

. . Keyless 

10.00 

3 

1 

Wall  Bracket  . . . . . . . . . 

. . Pin  Switch 

5.00 

9 

2 

Indirect  Ceiling  Fixture  _ _ _ _ _ _ 

. . Keyless 

10.00 

9 

2 

Indirect  Ceiling  Fixture  . . . . . . 

. Keyless 

11.00 

9 

2 

Indirect  Ceiling  Fixture  . . . . . . 

. . Keyless 

10.00 

2 

1 

Wall  Bracket  _ _ _ _ _ _ _ _ _ _ 

. ..Pin  Switcn 

5.00 

2 

3 

Suspended  Fixture  unassembled  . . 

. . Keyless 

17.00 

2 

3 

Suspended  Fixture  assembled  . . . 

. . Keyless 

19.00 

2 

5 

Suspended  Fixture  unassembled  _ _ 

. Keyless 

23.00 

2 

5 

Suspended  Fixture  assembled  . . . . 

. . Keyless 

25.00 

3 

1 

Wall  Bracket  . . . .  . . . . . . 

. ..Pin  Switcb 

5.40 

9 

2 

Indirect  Ceiling  Fixture  . . . . . . . 

. Keyless 

9.00 

3 

5 

Suspended  Fixture  unassembled  . . . . 

. . Keyless 

30.00 

3 

5 

Suspended  Fixture  assembled  . . 

. . Keyless 

32.00 

6 

1 

Suspended  Fixture  _ _ _ _ _ _ 

. . Keyless 

19.00 

3 

1 

Wall  Bracket  . . . . . . . . . . 

. Pin  Switch 

5.00 

9 

2 

Indirect  Ceiling  Fixture  _ _ _ _ _ _ _ 

. Keyless 

7.00 

3 

5 

Suspended  Fixture  unassembled  . . 

. . Keyless 

27.00 

3 

5 

Suspended  Fixture  assembled  . . . . 

_ Keyless 

29.00 

4 

1 

Serm-flusb.  Ceiling  Fixture  . . . 

. . ..Keyless 

8.00 

4 

1 

Wall  Bracket  . . . . . . . . . . . . 

. Pin  Switch 

4.60 

4 

5 

Suspended  Fixture  unassembled  . . . 

. Keyless 

23.00 

4 

5 

Suspended  Fixture  assembled  . — . . 

. . Keyless 

25.00 

4 

5 

Suspended  Fixture  unassembled  _ _ 

_ Keyless 

23.00 

4 

5 

( Fixtures 

Suspended  Fixture  assembled  _ _ _ _ 

ordered  with  3-Way  Switch  add  $1.40 

_ .Keyless 

to  List  Price) 

25.00 

Other  Finishes  Available  on  Request 
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TERMS 

All  prices  are  F.O.B.  New  York  City.  Terms  are  2°/o  for  10 
days  or  net  30  days  ±o  firms  rated  in  Dun  &  Bradslreel,  or 
those  furnishing  safisfaclory  credit  references. 

C.O.D. 

Goods  to  be  shipped  C.O.D.  require  25  Vo  upon  receipt  of 
order, 

SHIPMENTS 

Unless  otherwise  specified,  our  shipping  department  will 
exercise  its  best  judgment  in  making  shipments. 

GUARANTEE 

ACTIVE  SPECIALTY  CORPORATION  stands  behind  every  fix¬ 
ture  it  produces  and  assures  proper  finishing,  wiring,  and 
packing. 


